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so low that all materials can be charged and discharged conveniently.
These kneading and mixing machines are of very solid construc-
tion and usually built in iron and steel.    For materials, however,
which should not be brought in contact with iron or where the

FIG. 142.   AUTOMATIC SCALE FOR LIQUIDS.
machines must be protected from the effect of acids, etc., the trough
and blades of the machines can be galvanized, made of bronze or any
other suitable material, and where iron must not work against iron
the blades are made in brass. In cases where the materials to be